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UNCLASSIFIED 

PAGE 01 IAEA V 01460 241537Z 
ACTION OES-06 

INFO OCT-01 10-13 ISO-OO ACDA-10 CIAE-00 INR-07 L-03 
NSAE-00 NSC-05 EB-08 NRC-07 DODE-OO FEA-01 /061 W 

241858 028998/46 

R 241443Z FEB 77 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 8696 
INFO USERDA HQ WASHDC 
USERDA HQ GERMANTOWN 

BROOKHAVEN NATIONAL LABORATORY UPTON NEW YORK 

UNCLAS IAEA VIENNA 1460 

DEPT PASS IO/SCT AND NRC 

USERDA GERMANTOWN FOR BARTELS 

BROOKHAVEN FOR KOUTS 

E.O. 11652: N/A 

TAGS: IAEA, PARM, TECH 

SUBJECT: US ASSISTANCE TO IAEA SAFEGUARDS; SUBTASK A-25, 

PERSONNEL RADIATION MONITORS 

1 . MISSION HAS RECEIVED FOLLOWING LETTER FROM IAEA 
(UNNECESSARY WORDS OMITTED): 

QUOTE DURING MEETING EARLIER THIS MORNING IN WHICH US TECHNICAL 
ASSISTANCE PROGRAM WAS DISCUSSED, DR. LEON GREEN OF BNL WAS 
KIND ENOUGH TO BRING TO AGENCY THREE PERSONAL RADIATION 
MONITORS AND PERTINENT TECHNICAL INFORMATION FOR AGENCY 
EXAMINATION AND EVALUATION, IN ACCORDANCE WITH SUBTASK A25. 

QUOTE WE HAVE CONCLUDED THAT OF THE THREE SAMPLE RADIATION 
MONTIROS THE PRIMA TWO A WOULD BE THE BEST CHOICE FOR AGENCY 
SAFEGUARD INSPECTORATE. THIS INSTRUMENT IS OF ROBUST DESIGN 
CONVENIENTLY SIZED AND PROVIDES CONTINUOUS INDICATION 
UNCLASSIFIED 
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OF DOSE-RATE LEVELS WITHIN SENSIBLE RANGE IN RELATION 
TO PERSONNEL PROTECTION. OF THE OTHER TWO SAMPLES, 

PRIMA ONE IS KNOWN TOBE UNRELIABLE, AS CONFIRMED BY 
DR. M. ZUCKER, B.N.L., AND DIGI/DOSE POCKET GAMMA 
DOSIMETER NO. 1001 IS UNNECESSARILY SOPHISTICATED, 

EXCESSIVELY HEAVY AND INCONVENIENTLY SIZED. 

QUOTE WE THEREFORE RECOMMEND THAT UNDER AUSPICES OF 
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US OFFER, AGENCY INSPECTORS BE PROVIDED WITH PRIMA 
TWO A DUAL-RANGE PERSONAL RADIATION MONITORS. 

QUOTE WE APPRECIATE YOUR ASSISTANCE IN THIS MATTER. 

SIGNED. RUDOLF ROMETSCH. END QUOTE.TAPE 


UNCLASSIFIED 
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